DEPARTMENT  OF  COMMERCE 
Bureau  of  Standards  Letter 

Division  of  Building  and  Housing  / Circular 

(January  20,1933)  LC-355 

Key  to  Minimum  Requirements  Recommended  .by  the  Department 
• ■ of  Commerce  Building  Code  Committee 

The  Committee  has  not  yet  covered  all  phases  of  building  regu- 
lation. It  has.,-  however,  issued  seven  reports.  Of  these,  that 
entitled  Recommended  Practice  for  Arrangement  of  Building  Codes  con- 
tains an  approved  arrangement  for  a code.  Using  this  as  an  index, 
this  list  has  been  drawn  up  showing  what  recommended  requirements  are 
to  be  found  in  the  Committee rs  other  reports.  In  some  of  these  it 


will  be  noted  that  the  decimal  points  used  in  numbering  have  been 
replaced  by  dashes.;  Wherever  the  ;section  referred  to  contains  a 
further  reference  to  a paragraph  in  'the  Appendix  of  the  report,  this 
should  be  studied  carefully,.  The  :Appendix  to  each  report  also  con- 
tains much  '-additional  information  of  value  to  those  preparing  local 


code's.  ' : 

Following  is  a:  list  of  'the  reports  issued  to  date,  together 
with  the  identifying  letters  used  in  the  list..  They  may  be  ob- 
tained, together  with  their  -supplements,  from  the  Superintendent  of 
Documents,  Government  Printing  Office,  Washington,  D.  C.  , at  the 
prices  indicated  (currency  or  money  order) : 

BH6  --  Recommended  Minimum  Requirements  for  Masonry  Wall  Construc- 
tion, B.  S.  Building  and  Housing  No..  6,:  1925,  with  supplement 
1931,  (bh6,  ;U) 

BH7  — Minimum  Live.  Loads  Allowable-  for  Use  in  Design  of  Buildings, 


B.  S. . Building  and  Housing  No,. 


BF_8 


7,  1925.:  (BH7,  'ion!) 


Recommended  Practice  for  Arrangement  of  Building  Codes, 


B.  S. ; Building  and  Housing  No-. -8,  1925 
BH9  — Recommended  Building  Code  Requirements 


( BH8 , 10^) 


for  Working  Stresses 


-2~ 


. in  Building  Material's",-'  B..3„  Buildin?':  and  Housin'/  No.  9? 1926. 

. ..Mimeographed  Letter  Circular  3-^9  modifying  - this  is  obtain- 
able from  the  Division  of  Building  and 'Housing,  Bureau  of 
Standards,  Washington,  D.  C. 

BH13  — Recommended  Minimum.- Requirements  for  Plumping,.  B.  S.  Build- 
ing and  Housing  ITo.  13?  1932.  ( BH13 , 35^) 

BHli-  — Recommended  Minimum -Requirements  fo,r  Fire  Resistance  in 

Buildings,  B.  3.  Building  and  Housing  No.  1^+,  1931  (BHl2,10^) 

BHlH  — Recommended ‘Minimum  Requirements  for  Small 'Dwelling'  Con- 

. ...  struct  ion,  B.  S.  Building -and  Housing., No.  IS,  1932  -.(BH1$,-10^) 
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